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P. Colin is very grateful to R. Carlberg for kindly supplied an account on the system of DEC 


Q^ . Alpha Stations at CITA where part of the AP^M simulations were run. These simulations were 

also carried out on the Origin-2000 at the Direction General de Servicios de Computo, UNAM, 
Q ' Mexico. 
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Table 1. Parameters of simulations 


Code 

Model 

Run 

2-init 

^■particle 

Asteps 

Resolution 
(kpc/h) 

Box 

(Mpc/h) 

A part 

AP 3 M 

SCDM 

SCDM 

49 

3.5 x 10 9 

8000 

3.0 

30 

128 3 

AP 3 M 

OCDM 

OCDM 

109 

1.1 x 10 9 

7000 

4.7 

30 

128 3 

AP 3 M 

ACDM 

ACDM 

64 

1.1 x 10 9 

4000 

3.0 

30 

128 3 

AP 3 M 

rCDM 

rCDM 

50 

3.5 x 10 9 

8000 

3.0 

30 

128 3 


